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NARA RG104, Entry 1, Box 116 


[Abstract:] Explaining the delay in the delivery of silver ingots. 


The Mint of the United States, 
At Philadelphia, Penn., 

Assay Department, 

April 23, 1879 


Sir, 


In reply to your note just received, the delay in delivering silver ingots has been due to 
the fact, that the boxes first assayed have been placed at the bottom of the pile, so that they could 
not be delivered, without much lifting, until the whole day’s work was assayed. We can, & will, 
report the first ten or fifteen melts on the day they are made; so that they can be delivered early 
in the morning, if they are properly piled. This was suggested to, & is now understood & 
arranged with, the Melter & Refiner. 


Very respectfully, 
Wm. E. Du Bois 
Assayer 


Hon. A. Loudon Snowden 
Superintendent &c &c 


